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INDOOR HOUSING FACILITIES- 

{d) Interior surfaces The floors and walls oF indoor housing Facilities, and any other surfaces in contact with the 
animals musl be Impervious !u moisture. The ceilings Dl rriUUor housing Tacit I bs iiiusI be impervious Id mmsljre or 
be replaceable (e.g a suspended ceil mg with replaceable panels). 

"'The ceiling m housing 7 large dogs is damaged. There Is an area appro*. S Inches lr diameter 

adjacent to the lighi bank in the central area of The ceiling where the surface coatmg has worn nwav This damaged 
area is nol impervious to moisluro. Ceilings of indoor housing Facilities, must be impervious to moisture lo Facilitate 
proper cleaning and saniti^akon procedures. Correct by 01 MarOe 


Reviewed : 

1-) Current I AC IJG roster 

2.) IACLFC minutes (17 Jan 06, 15 Dec 07, 17 Nov 07. 20 Oct 07, 22 Sep 07. 16 Aug 07, 2t Jun 07. 24 May 07. tg 
Apr 97, £2 Mar 07) 

3.1 lACLfC reports to Institutional Dlhcial t20 Dec. 07/04 Jan 08. 26 Jul 07 '06 Aug 07) 

41. iACUC facility semi-annual nspections and program reviews (Nov/Dec 07. Juru'Jul 07) 

5-) Prplrwqis (06-09-799- n6-D5-786. 09-01-51 5} 
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HOUSING FACILITIES, GENERAL. 

(e) Storage. Supplies of lood and beddmg must be stored m a manner that pnotects the supplies from spoilage 
COnlamiifial#on, end vermin infestation. The supplies must he slored oil the Boor and away Irani the walls, lo a lew 
dean ng underneath and around ihe supplies. Substances that are tojiic to Che non human primates but that are 
required Fnr normal husbandry praclwnns must opt bn starnd in Fend slorage and preparation areas, but may be stored 
art cabinels In the animal areas. 


’"’Animal loud rewards it 


b)(2)High, (b)(7)f 


share shell space with bleach and other cleaning chemicals. Chemicals ere 


also on me shelves above the food items- Food must be stored in a manner that minimises risk qF coniammaiion 
■Dorred by: 29 Feb OS. 


3 64 (o) 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL, 


I'c) Housekeeping for premises. Premises where housing facilities are located, including buildings and surrounding 
grounds,, must he kepi clean and in good repair in mder tu protect ihe rranhuiriari primates from injury, lo lacililate ttie 
Husbandry practices required in this subpart, and lo reduce or el minaie breeding and living areas For rodents, pests, 
and vermin 


'Several door frames Of anir-.gr rooms ml 


b)(2)High, (b)(7)f 


are 


ruilny at the bases, The surfaces are pilleu and mumpm notes are visioia m me metal names.. A powdery grey 
substance can be tapped loose from some of the damaged areas This inhibits proper clean .ng and sanitation ol 
the Surface. Additionally, the damaged duor Baffles provide living Space tor vermin The donf frames must be 
replaced or repaved to provide a surface thal Facilitates- pesl control and is impervious lo mofsture for proper clearing 
and sanitization. A plan tor correcting Ihe problem must he developed by: 39 Ntar OB- 


■"The'e ig ceiling damage in the vicinity of SbeH^j^^^B^agewnshor. A linear area measuring appro*. Z inches 
by 5 Inches is noted near the ceiling vent. Additionally, there are 2 holes In the ceiling near the e*kl door In Ihe 
hallway adjacent to ihe cagewash area. These areas are difficult lo properly clean and sanitise; and. holes provide 
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living space for vermin Correct by; 15 Mar 08- 
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CLEANING. SANITIZATION, HOUSEKEEPING, AND PEST CONTROL, 

fdf Pest control- An elective pjogram For control of insects, external parasites affecting non human primates, and 
birds and mammals that are pests mil: si be esIabrisFuad and mairtlairied so as Co promote the heallh ar'd well-being nt 
ihe animat and reduce conlaminaiion by pests m animal areas 

’‘’Holes in door frames and codings provide hiding areas for pests. Roaches ware noted in dry feed storage area 
and putters behind animal enclosures. Effective peal control programs include elim nation ol vermin hiding areas and 
adjustment cl past control treatment frequtincies as needed This area must be reassessed by quelilitril peel control 
personnel and plan must to address pest issues must be developed accordingly Correct by: Ot Mar 08. 


Ra viewed: 

1. ) Current I ACUG roster 

2. ) IACUC minutes {17 Jan Q&, 1 5 uac 07, t7 INOv Q7. 20 Oct 07. 22 Sea 07. 16 Aug 07, 21 Jun 07. 24 May 07. T9 
Apr 07 , 22 Mar 07} 

3.1 IACUC reports 1o Institutional Cilicia! {20 Dec 07/04 Jan 03. 26 Jpl Q7.'K Aug 07; 

4). IACUC facihty semi-annual nspediorts and program reviews {Nov/Dec 07. JurV-Jul 0?1 
5.) Nnn-bijman primate environmental enrichment leg 


Prepared By: 


Titter 

Received By: 


AMY & BARTHOLOMEW, D V M USDA, APHIS Animal Care Date: 

VETE Rl NARY M EOICAL OFFIC EFI Inspector 1 05 1 Feb-^0-2008 



Title; 


P333 & 2 


Date: 

Fcb-£d-2008 



